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[57] ABSTRACT 

Gimballed scanning devices are an important aspect of 
space science. To achieve a scan pattern some means 
must be provided which impart to the devices an oscil- 
latory motion. Various forms of machines have been 
employed for controllably conferring scan patterns on 
these scanning devices. Although they have included 
control moment gyroscopes, reaction wheels, torque 
motors, reaction control systems, and the like, rotating 
unbalanced mass (RUM) devices are a new and more 
efficient way to generate scans in gimballed devices or 
payloads. But they require power consuming and fre- 
quently complex auxiliary control systems to position 
and reposition the particular scan pattern relative to a 
target or a number of targets. Herein the control system 
is simplified. In the suspension system provided for 
payloads rotatably supported in gimbals payload rota- 
tion is restricted by a flex pivot so that the payload 
oscillates, moving in a scan pattern. 
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SUSPENSION SYSTEM FOR GIMBAL 
SUPPORTED SCANNING PAYLOADS 

ORIGIN OF THE INVENTION 5 

The invention described herein was made by employ- 
ees of the United States Government and may be manu- 
factured and used by or for the Government of the 
United States of America for Governmental purposes 
without payment of any royalties thereon or therefor. 

FIELD OF THE INVENTION 

This invention in one of its aspects relates to devices 
such as scientific instruments mounted in gimbals. In 15 
another of its aspects the invention pertains to gimballed 
scanning devices or instruments focused on objects in 
outer space. In a still more specific aspect the invention 
is concerned with instruments whose scanning is pro- 
duced by rotating unbalanced mass devices, and to 20 
suspension systems for such instruments. 

BACKGROUND OF THE INVENTION 

As can be imagined scanning is an important aspect of 
space science. In addition to their use in scanning the 25 
earth and other planets, x-ray, gamma-ray, and similar 
scanning instruments perform important functions in 
space exploration, Examples are sensors, telescopes and 
electronic devices on platforms such as a space shuttle, 
a space station, on experimental balloons, and on free- 30 
flying spacecraft. 

Three general types of scan patterns are well known. 
The first is a circular scan, in which the line of sight is 
repeatedly traced in a circle. The second type of scan 
pattern is a line scan. Here the line of sight is linear, with 35 
the scanning device moving back and forth in a line. 
The third form of scan pattern is a raster scan, which is 
based on a line scan further complemented with some 
relatively slower motion, usually perpendicular to the 
original line scan. 

To achieve the scan pattern some means must be 
provided which impart to the payload an oscillatory 
motion. Such drive means are generally known, particu- 
larly in space exploration. Various forms of machines or 45 
apparatus have been employed for controllably confer- 
ring on scanning instruments predetermined scan pat- 
terns. They include control moment gyroscopes, reac- 
tion wheels, torque motors, reaction control systems, 
and various combinations of such apparatus. However, 5Q 
one disadvantage of utilizing such scan generating de- 
vices is power consumption. For this reason, whether 
scanning a ground based, space based, or balloon borne 
gimballed payload a preferred drive means which is 
particularly effective is a rotating unbalanced mass or 55 
RUM device. This device is the subject of my U.S. Pat. 
No. 5,129,600. RUM devices are a new and efficient 
way to generate scans in gimballed payloads such as 
x-ray telescopes or other scientific instruments. 

A RUM device consists of a mass, m, on a lever arm 60 
r, located at a distance, d, from the center-of-mass of the 
gimballed payload on which it is mounted. The mass is 
driven at a constant angular velocity o) which produces 
a cyclical centrifugal force mco 2 r on the payload. This 
force, in turn, produces a cyclic torque, about the pay- 65 
load center-of-mass, with an amplitude of mo) 2 rd. Two 
RUM devices are required to scan gimballed payloads. 
They are mounted on each end of the payload and they 
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rotate 180° out-of-phase producing a cyclic torque cou- 
ple with an amplitude of 2 mo> 2 rd. 

RUM devices are superior to previous scanning appa- 
ratus in terms of power, weight, cost, and accuracy, but 
there are still certain disadvantages accompanying their 
use. Even though power requirements are less than in 
other scan generating devices there is still room for 
improvement. RUM devices require an auxiliary con- 
trol system to position and reposition the scan pattern 
relative to a target or a number of targets. The auxiliary 
control system is also required if a raster scan pattern is 
to be generated by the RUM device. It confers on the 
payload a slow complementary motion perpendicular to 
the line scan to form the raster scan. 

All auxiliary control systems known to be suitable for 
use with RUM devices require the use of some type of 
feedback control. Generally rate and position sensors 
are mounted on the spacecraft, the payload, or the pay- 
load gimbals. Spacecraft or payload mounted sensors 
include sun sensors, star trackers, and rate gyros. Gim- 
bal mounted sensors include encoders, resolvers, and 
tachometers. The outputs of these units are sent to a 
control computer where they are compared with calcu- 
lated rate and position commands that correspond to 
the desired scan pattern. Any differences between the 
actual and the commanded rate or the current and de- 
sired position result in torque commands to the auxiliary 
control actuators. The spacecraft or payload rate and 
position commands in the control computer require 
synchronization with the position and rate commands 
of the RUM devices in order for the RUMs and the 
auxiliary control system to work together synergisti- 
cally. It will be appreciated that this is not a simple 
operation. To accomplish it the auxiliary control system 
usually includes torque motors, tachometers and resolv- 
ers on the gimbals, as well as a two axis sun sensor and 
rate gyro on the scanning device. These systems are 
obviously complex, and consume power saved by the 
RUM devices. It can be seen then that there is room for 
improvement even in RUM actuated scanning devices. 
Such improvements are provided herein. 

SUMMARY OF THE INVENTION 

Scanning instruments or devices are widely used in 
space exploration, and in the spraying of fine particles. 
The most frequently employed method for achieving 
the various scan patterns is to gimbal the scanning de- 
vice. This means that the gimbal or gimbals must be so 
suspended that they can be activated to generate the 
scan pattern. Such a suspension system is provided 
herein. It is a suspension means for payloads rotatably 
supported in gimbals wherein payload rotation is re- 
stricted so that the payload moves in a scan pattern. It 
includes a gimbal and a payload to be supported in the 
gimbal. A first axle means has one of its ends attached to 
one side of the payload and its other end attached to the 
gimbal. A second axle means has one of its ends at- 
tached to the gimbal, and its other end attached to the 
other side of the payload. The first axle means also has 
one of its ends journaled to permit payload rotation. 
The second axle means on the other hand is a flex pivot, 
flexible about a torsional moment, but inflexible about 
bending moments. This construction restricts payload 
rotation, effecting oscillation of that payload. The rota- 
tion of the payload is limited by the torsional spring 
constant of the flex pivot. Drive means impart an oscil- 
latory motion to the payload to effect its scan pattern. 
Positioning means coupled with the flex pivot are 
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adapted to hold the flex pivot in a fixed position and to 
turn the flex pivot when the positioning means are actu- 
ated. 

THE DRAWINGS 

The suspension system of the invention can, perhaps, 
best be understood from a description of the system in 
conjunctions with the accompanying drawings. 

FIG. I is a schematic view of a simplified version of 
the invention. 

FIG. 2 is an isometric view of a payload repositioning 
mechanism. 

FIG. 3, is a diagrammatic view illustrating the move- 
ment of a flex pivot employed herein. 

FIG. 4 is a section taken through 4 — 4 of FIG. 1, 15 
illustrating the operation of the invention. 

FIG. 5 is a schematic view illustrating a preferred 
embodiment of the invention. 

FIGS. 6, and 7 schematically illustrate trim and 
damping modifications of the invention. 

DETAILED DESCRIPTION OF THE 
INVENTION 

A single gimbal suspension system for linear scanning 
is shown in FIG. 1. An instrument or payload 2 is car- 25 
ried by a gimbal 4 through an axle system to be de- 
scribed. In some instances gimbal 4 will be a ring. In the 
embodiment herein the base of the gimbal is embedded 
in or secured to a platform 6. In order to permit payload 
movement the axle system includes two axle means. 30 
One of the axle means is an axle, and one side of the 
payload is attached at 7 to one end of this axle 8. The 
other end of axle 8 is attached to gimbal 4 at 9. To allow 
movement or rotation of the payload, insofar as possi- 
ble, axle 8 is journaled in housing 10 holding bearings in 35 
a race or otherwise (not shown). 

The other axle means is a flex pivot, and the other 
side 12 of payload 2 is supported by this flex or flexural 
pivot 14. Unlike axle 8 flex pivot 14 is not journaled or 
otherwise adapted for rotation. Rather it is firmly se- 40 
cured to block 16. Flex pivots have been used as engine 
mounts, camera telescope mounts, engine supports, 
gimbal supports, and as trunnion pivots. However in 
such apparatus they were firmly anchored, structural 
support members. Herein the outer end 18 of flex pivot 45 
14 is locked in a positioning means 19. 

Positioning means are well known and include gears, 
stepper motors, cams, pitman arms, linkages, and even 
pulleys. A preferred positioning means for use herein is 
a stepper motor in combination with a gear train such as 50 
that shown in FIG. 2. Flex pivot 14 is shown attached to 
a gear train 20 which is controlled by stepper motor 22. 
Encoder 24 will be described in connection with the 
operation of the device. 

To achieve the scan pattern some means must be 55 
provided which imparts to the payload an oscillatory 
motion. Such devices have been described hereinbefore, 
and any of these can be employed herein. Since rotating 
unbalanced mass or RUM devices are superior to the 
others such devices are preferred herein. They are illus- 
trated as units 30 in FIG. 1. The operation of the device 
shown in FIG. 1 can, then, now be considered. 

It will be noted that the apparatus shown in FIG. 1 is 
a single axis gimbal. This means that the payload illus- 
trated in FIGS. 1 and 4, moves in a line scan. For circu- 65 
lar scans two gimbals are required as will be described. 

The RUM positioning means 19 operates in two 
open-loop modes. In the positioning mode, open-loop 
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step commands are issued to that positioning means in 
order to position or reposition the payload center-of- 
scan in one axis. The preferred positioning means herein 
consists of a stepper motor 22, an N:1 gear train 20, a 
5 flex pivot 14, and an encoder 24. FIG. 2 is a sketch of 
such a device, which for clarity, shows a simple one 
pass gear train. The stepper motor stator is attached to 
the support structure. The rotor is connected to the low 
torque side of the gear train and the flex pivot is con- 
10 nected to the high torque side. The other end of the flex 
pivot is attached to the payload. The encoder is 
mounted on the high torque side of the gear train and 
provides a position measurement of the payload center- 
of-scan. The payload center-of-scan is measured by 
encoder 24. An operator issues step commands to step- 
per motor 22 until he observes that the measured pay- 
load position matches the desired centered position. 
Stepper motor 22 actuates gear train 20, which in turn 
partially rotates, or turns flex pivot 14 as can be seen in 
20 FIGS. 2 and 4. The payload is now ready for scanning. 
The RUM devices begin to rotate at a prescribed con- 
stant angular velocity, while being maintained 180 out- 
of-phase with respect to each other. This produces the 
desired scan. 

During scanning, due to the flexibility of flex pivot 14 
in the scan axis, further rotation is restricted in both 
directions as shown in FIG. 3. In addition, the holding 
torque of stepper motor 22, amplified by the gear train 
20 (FIG. 2), creates a large restoring torque that pre- 
vents the center-of-scan from drifting. 

As indicated, for line and raster scanning, a single 
gimbal device such as that in FIGS. 1 and 4 is necessary. 
Only the mechanism on the scan axis has a flex pivot, 
since scanning is performed only in this axis. Any posi- 
tioning device in the other axis, without the flex pivot, 
is used only to reposition the scan in this axis and/or to 
provide the slow complementary motion for raster 
scanning. 

For circular scanning, two gimbals and two position- 
ing means are employed, and each positioning means 
will have its flex pivot. This preferred embodiment is 
illustrated in FIG. 5. The scanning payload 50 is carried 
by an inner gimbal 52 by means of axle 53 and flex pivot 
54 as described in conjunction with FIGS. 1 and 4. 
Positioning means 56 and RUM device 57 are also 
shown in FIG. 5. In addition a second gimbal 59 is 
incorporated in the apparatus. This is an outer gimbal 59 
which can be freely suspended, or carried by a platform 
as in FIG. 5. When the payload is gimballed in two axes, 
each gimbal axis has a positioning means 56 and 63 as 
seen in FIG. 5. When the payload is required to do 
circular scanning, both positioning means will have flex 
pivots, seen as 54 and 64. However, if the payload is 
required to do linear and raster scanning, only the posi- 
tioning means in the scan axis (means 56) will have a flex 
pivot (54 in this case). In this instance RUMs are 
mounted on the payload as illustrated in FIG. 5. As in 
the single gimbal apparatus of FIG. 1 wherein the pay- 
load is in a single gimbal device, payload 50 in the dou- 
60 ble gimbal apparatus is disposed in inner gimbal 52 using 
journaled axle 53 and flex pivot 54. Opposite outer sides 
of inner gimbal 52 are similarly connected to opposite 
insides of the outer gimbal 59 using axle 61 and flex 
pivot 64. When the payload is so gimballed in two axes, 
the axes will be perpendicular to each other as shown. 
Referring to FIG. 5, payload 50 moves about a horizon- 
tal axis, and inner gimbal 52 moves about a vertical axis. 
This inner gimbal, thus, is carried by vertical rotatable 
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shaft 61 secured to space platform 60 and supported in 
bearings 62. On its opposite (top) end flex pivot 64 is 
disposed between the inner gimbal 52 and outer gimbal 
59. 

The operation of the device in circular scanning thus 5 
requires not only both gimbals, but both flex pivots. In 
addition, to generate a circular scan pattern, the RUM 
devices 57 must be mounted so that their axes of rota- 
tion are parallel with the line of sight axis. In the device 
of FIG. 1 the RUMs rotate in an axis parallel to the scan 10 
axis. The RUM devices can be mounted so that their 
spin axes are either parallel with the line-of-sight axis or 
perpendicular to it, producing circular or line scan pat- 
terns, respectively. As illustrated in FIGS. 4 and 6 the 
pair of RUM devices 30 are situated generally on each 15 
end of the payload opposite gimbal means 4. Such RUM 
devices are positioned, one on each side of the line of 
sight. The planes of rotation of mass members 57 of 
each RUM device are respectively parallel. At the same 
time, the line of sight is perpendicular to such planes of 20 
rotation. It is necessary that each of the RUM devices 
operate at the same constant angular velocity, and that 
their angular positions be so controlled that they are 180 
degrees out of phase. During this operation the center ^ 
of scan of inner gimbal 52 will be measured, and the 1 
stepper motor of positioning means 63 will rotate or 
turn flex pivot 64 until gimbal 52 is in its desired posi- 
tion. Similarly an encoder, a stepper motor and gear 
train making up positioning means 56 will effect the 3Q 
partial rotation of flex pivot 54 to position or reposition 
payload 50. 

It can be seen that the suspension system of this in- 
vention is particularly suited to applications where low 
cost, weight, and power are more important than pre- 35 
cise scan accuracy. The repositioning means is simpler 
and cheaper than previously employed auxiliary control 
systems. Flex pivots, as has been indicated, have been 
used, but such use has been to isolate vibrations, as in 
motor mounts, and the like, and to correct system ^ 
anomalies or functions such as friction. It is emphasized 
that herein the flex pivot is rotatable to position or 
reposition the payload. Thus, it is employed, not for 
vibration suppression, but for its spring action. Refer- 
ring to FIG. 2, it can be seen that flex pivot 14 is embed- 45 
ded in gear train 20. When step commands are received 
by stepper motor 22, and gear train 20 rotates in re- 
sponse, it turns the flex pivot. The flex pivot thus is an 
element of the positioning means, an element of the 
invention. As such its spring constant in the scan axis, 50 
K f p can be chosen to enhance the operation. As an ex- 
ample, in some' applications, it will be desirable to 
choose the spring constant of the flex pivo t in the scan 
axis so the resonant frequency, V/K/p/lp is below the 
payload scan frequency. When so chosen the flex pivot 55 
will not affect the motion created by the RUM devices. 

It serves only to provide a low-amplitude low-fre- 
quency restoring torque to keep the center-of-scan from 
drifting. Adjustable trim masses and viscously-coupled 
inertial dampers, to be discussed as options, need not be 60 
considered in this instance. 

An important facet of this invention is that amplifica- 
tion can be achieved through use of the flex pivot. In 
this instance a flex pivot spring constant is selected so 
that the resonant frequency matches the scan frequency. 65 
When the scan fr equency is tuned to the resonant fre- 
quency VKj^/Ip the scan is amplified. Consider the 
following example. 
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EXAMPLE 

In this example each RUM has a 5 lb mass on a 0.5 ft 
lever arm. T he RUM torque motor constant is 0.61 
ft-lb/Vwatt. Consequently, 17 watts or less is required 
to counteract the gravity torque on the RUM mass. If 
the positioning means of this invention, including the 
flex pivot, were used in place of the conventional feed- 
back auxiliary control system and the flex pivot ampli- 
fied the scan by 10 X, then the RUM mass will be re- 
duced to 0.5 lb and the power required to counteract 
the gravity torque to 0.17 watts. Two RUM devices 
reduce the system weight by 9 lb and the peak power by 
34 watts, which are significant where weight and power 
are critical. Circular scanning using conventional gim- 
bal torquers requires 1376 watts in the worst case orien- 
tation in one-g. Using RUM devices and a conventional 
feedback auxiliary control system requires 42 watts. 
Using RUM devices and the flex pivot control mecha- 
nism of this invention will require only 8 watts. 

It can be seen that by the practice of this invention 
RUMs having less mass and smaller sizes can be utilized 
to achieve the same sized scan. For example, if the flex 
pivot amplifies the scan by 10 X , the masses of the RUM 
devices can be reduced by that factor. Scanning in 
one-g reduces the power required by the RUM devices, 
since most of the power is needed to counteract the 
gravity torque acting on the RUM masses. Reducing 
the RUM mass by 10 X, lowers the gravity torque on 
the RUM-by that amount. Since the motor torque to 
counteract this disturbance is reduced by the 10 X and 
motor power is proportional to current squared, the 
power required by the RUM motor to counteract this 
torque is reduced by 100 X. 

Summarizing, the invention herein amplifies the scan 
pattern, allowing smaller RUM devices requiring less 
power to be used. It permits open loop operation for 
positioning/repositioning the scan to keep it from drift- 
ing. In addition, the holding torque of the stepper mo- 
tor, amplified by the gear train when desired, keeps the 
scan from drifting. 

Having been given the teachings of this invention, 
variations and ramifications will occur to those skilled 
in the art. Thus, to maximize the scan amplitude when 
using the suspension system of this invention, adjustable 
trim masses on lead screws can be added to the payload. 
This embodiment of the invention is illustrated in FIG. 
6. Trim masses 65 ride on lead screws 66 as shown in 
that figure. Also shown are positioning means 19, flex 
pivot 14 and RUM masses 30. Lead screws 66 carrying 
trim masses 65 which are internally threaded to ride 
across the lead screws. It can be seen, then, that trim 
adjustments are made by rotating trim masses 65 one 
direction or the other. With the payload in a scanning 
mode, the operator issues open loop commands to drive 
the trim masses* in the appropriate direction, while ob- 
serving the output a payload provided sensor. When the 
scan amplitude is maximized, he stops the trim masses. 
Hence, the scan frequency can be varied by changing 
the RUM angular velocity and the trim masses adjusted 
for optimum scanning. 

Conditions may also be such that it may be desirable 
to increase the damping in the system. This will reduce 
the maximum scan amplitude, and it will also improve 
the stability and robustness of the system. This feature is 
illustrated in FIG. 7 which shows linear viscosity-cou- 
pled inertial dampers 72 mounted near the ends of the 
payload. When scanning is completed or temporarily 
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terminated to change targets, additional damping will 
allow the system to settle out faster. Damping can be 
readily increased by mounting linear viscously-coupled 
inertial dampers 72 on the payload 50 as shown in FIG. 

7. These consist of a small mass 70 enclosed in a viscous 5 
fluid inside a sealed cavity. Springs 74 keep the mass 
centered in the cavity and can be chosen so the damper 
spring-mass system is tuned to a particular scan fre- 
quency. Mounting them on the end of the payload maxi- 
mizes viscous damping because the payload linear ve- 10 
locity is greatest at the ends. The resulting damping 
force also utilizes the mechanical advantage of the large 
distance to the payload’s center-of-mass, thus maximiz- 
ing the damping torque. 

As another variation of the invention moveable trim 15 
masses can be mounted on the payload to tune the pay- 
load/flex-pivot spring-mass system to the scan fre- 
quency in order to maximize the scan amplitude. This 
feature is also illustrated in FIG. 7. It can be seen that 
trim masses 65 are employed in combination with the 20 
linear viscosity-coupled inertial dampers 72. The trim 
mass system can be either set by visual observation of 
the scan amplitude or programmed to perform the pro- 
cess automatically. 

It will also occur to those skilled in the art that for 25 
applications where the center-of-scan is to be positioned 
accurately and automatically, a feedback controller can 
be added to the suspension system of the invention using 
the position feedback signals to control the stepper 
motor. In place of the stepper motor, a torque motor 30 
can be used to provide the restoring torque to center the 
scan. In addition it will be obvious that as an alternative 
to the encoder, a resolver or potentiometer can be used 
to measure the position of the scan center. The resolver 
or potentiometer will provide a continuous analog sig- 35 
nal which will increase system accuracy without extra 
cost. The potentiometer will be especially appropriate 
in extremely low-cost applications. 

Because the basic suspension system of the invention 
has no feedback, loops, stability is not a concern when 40 
the system is sufficiently augmented with passive damp- 
ers. During scanning it functions passively and, conse- 
quently, requires no synchronization of commands be- 
tween the RUM devices and the auxiliary controller as 
do the previously described conventional auxiliary con- 45 
trol systems. As indicated precise knowledge of the 
payload and RUM parameters is not necessary. Conse- 
quently the suspension system of the invention can be 
more robust and it will work better over a wider range 
of operating conditions. Since the suspension system of 50 
the invention functions without a digital computer, 
achievable scan rates are not limited by a sampling rate 
as in a feedback type auxiliary control system imple- 
mented with a digital computer. Higher scan rates are 
possible. As a result, the devices can be utilized in test- 55 
ing and calibrating sensors like sun sensors, star track- 
ers, magnetometers, rate gyros, and accelerometers 
over a wide range of frequencies and amplitudes. 

Depending on the application, it may not be neces- 
sary to use a gear train in the suspension system of the 60 
invention. For example, with small payloads, the hold- 
ing torque of the stepper motor alone may be enough to 
keep the scan from drifting. The stepper motor can, 
then, make the flex pivot adjustments. 

Although one form of flex pivot has been illustrated, 65 
flexural pivots are well known. They generally consist 
of three basic elements: flexures, a core and an outer 
housing. Herein the housing has been eliminated. Exam- 
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pies are one element, two element, symmetrical and 
unsymmetrical flexural pivots. Clearly, then, other flex 
pivots are within the contemplation of this invention. 
Such modifications, and those which have been dis- 
cussed, are deemed to be within the scope of this inven- 
tion. 

Previously defined auxiliary control systems are com- 
plicated and expensive. They require a feedback control 
system with a control computer. The RUM devices rate 
and position commands require synchronization with 
the commands to an auxiliary control system. As a con- 
sequence, the RUM physical parameters such as mass, 
lever arm, and distance, must be accurately known. 
Likewise, the spacecraft or payload inertias must be 
accurately known. As with all feedback control sys- 
tems, stability is a constant concern and can become a 
serious problem. With a digital feedback controller, the 
maximum scan frequency is limited by the computation 
cycle time of the digital computer. The invention herein 
eliminates these components, and, as pointed out, also 
uses less power and weight when properly tuned to the 
scan frequency. Because the power requirements are 
extremely low, scanning large payloads will be feasible 
using small batteries or solar cells as a power source. 
The invention will also find utility in fighting forest 
fires, automated spray painting, spray painting with 
robot arms, spraying liquid fertilizer on large farms, 
medical scanning apparatus and the like. 

What is claimed is: 

1. Suspension means for payloads rotatably supported 
in gimbals wherein payload rotation is restricted so that 
the payload moves in a scan pattern, comprising a gim- 
bal, a payload to be supported in the gimbal, a first axle 
means having one end attached to one side of the pay- 
load and its other end attached to the gimbal, a second 
axle means having one end attached to the gimbal, and 
its other end attached to the other side of the payload, 
the first axle means having one of its ends journaled to 
permit payload rotation, the second axle means being a 
flex pivot, flexible about a torsional moment, but inflexi- 
ble about bending moments to restrict said rotation, 
drive means effecting rotation of the payload, the rota- 
tion of the payload being limited by the torsional spring 
constant of the flex pivot so that the drive means im- 
parts only an oscillatory motion to the payload to effect 
its scan pattern, positioning means coupled with the flex 
pivot, the positioning means being adapted to hold the 
flex pivot in a fixed position and to turn the flex pivot 
when the positioning means are actuated. 

2. The suspension means of claim 1 wherein the pay- 
load is supported in a single gimbal and the positioning 
means is a stepper motor. 

3. The suspension means of claim 2 wherein the 
means imparting the oscillatory motion to the payload is 
a torque motor. 

4. The suspension means of claim 2 wherein the posi- 
tioning means is a stepper motor in combination with a 
gear coupled with the flex pivot. 

5. The suspension means of claim 4 wherein the 
means imparting the oscillatory motion to the payload is 
a pair of rotating unbalanced mass devices. 

6. The suspension means of claim 4 wherein gimbal 
mounting means hold the single gimbal on a space plat- 
form. 

7. A suspension means including the single gimbal 
suspension means of claim 4 within an outer gimbal, 
wherein axle means rotatably support one side of the 
single gimbal in the outer gimbal, and wherein a flex 
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pivot supports the opposite side of the single gimbal in 
the outer gimbal in an axis perpendicular to the single 
gimbal axis, and wherein a second positioning means are 
coupled with that flex pivot. 

8. The suspension means of claim 7 wherein the posi- 
tioning means is a stepper motor in combination with 
gear means coupled with the flex pivot, and wherein 
gimbal mounting means hold the outer gimbal on a 
space platform. 

9. A scanning apparatus comprising a single gimbal, a 
scanning device to be supported in the gimbal, a first 
axle means having one end attached to one side of the 
scanning device and its other end attached to the gim- 
bal, a second axle means having one end attached to the 
gimbal, and its other end attached to the other side of 
the scanning device, the first axle means having one of 
its ends journaled to permit scanning device rotation, 
the second axle means being a flex pivot restricting said 
rotation to effect oscillation of the scanning device, the 
flex pivot being flexible about a torsional moment, but 
inflexible about bending moments, the rotation of the 
scanning device being limited by the torsional spring 
constant of the flex pivot, a pair of rotating unbalanced 
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mass devices mounted on the scanning device to impart 
the oscillatory motion to the scanning device to effect a 
scan of a given frequency, a gear train coupled with the 
flex pivot to hold the flex pivot in a fixed position and a 
5 stepper motor driving the gear train to turn the flex 
pivot when the stepper motor is actuated. 

10. The scanning apparatus of claim 9 wherein the 
spring constant of the flex pivot is such that the flex 
pivot resonance frequency matches the scan frequency. 

11. The scanning apparatus of claim 9 wherein adjust- 
able trim means are carried by the payload. 

12. The scanning apparatus of claim 9 wherein damp- 
ing means are mounted on the payload. 

15 13. The apparatus of claim 9 wherein the single gim- 

bal is mounted within an outer gimbal, with axle means 
rotatably supporting one side of the single gimbal in the 
outer gimbal, and a flex pivot supporting the opposite 
side of the inner gimbal in the outer gimbal in an axis 
20 perpendicular to the single gimbal axis so that the rotat- 
ing unbalanced masses impart to the device a predeter- 
mined circular scan pattern. 
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